ISCAP Reference No.: 2011-056 


Document No.: 6 

Custodial Agency: National Archives and Records Administration- John F. Kennedy 
Presidential Library 

Title and Date: [Document Non-Responsive to Appeal] 

Status: Non-Responsive 


Exemption(s): Not Applicable 
Statutory Exemption(s): 

Contact: 

Declassification 

John F. Kennedy Presidential Library and Musuem 
Columbia Point 
Boston, MA 02125 
617-514-1629 

OR 

Kennedy .Declassification @ nara. gov 


